BILL NO. S-70-05- 


SPECIAL ORDINANCE NO. S- 7 & 

AN ORDINANCE approving contract with BERCQT- 
GIBSON CONSTRUCTION COMPANY, INC. for Sewer 
Res. No. 825-1970, Summit Ridge Pumping Station 
Elimination and Statewood Park Sanitary Sewer. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. The contract approved April 30, 1970 between 
the City of Fort Wayne , by and through its Mayor and the Board 
of Public Works, and BERCOT-GIBSON CONSTRUCTION COMPANY, INC., 
for Sewer Resolution No. 825-1970, known as Summit Ridge Pumping 
Station Elimination and Statewood Park Sanitary Sewer, to be 
constructed as follows: 

Beginning at an existing sanitary manhole located 
on the Northeast corner of Lot #121 of Statewood 
Park, Section "C"; thence west along and parallel 
to the north property line of Lots #121 through #127 
of said Statewood Park, Section "C" a distance of 
656± l.f. to a proposed manhole located 5± l.f. west 
of the east right-of-way of Berkley Avenue? thence, 
north along and parallel to said east right-of-way 
line of Berkley Avenue 443± l.f. to a proposed man- 
hole located 45± l.f. due east of the easterly 
extension of the south property line of Lot #1 
through Lot #13 of Statewood Park, Section "A"; thence 
due west 556± l.f. to a proposed manhole located 14± 
l.f. west of the southeast property corner of Lot #6 
of Statewood Park Sec. "A"? thence north 233± l.f. 
along and parallel to the east property line of said 
Lot #6 to a proposed manhole located near the north- 
east corner of said Lot #6 thence northwesterly 63± 
l.f. to a proposed manhole, located 7± l.f. west of 
the southwest corner of Lot #45 of Summit Ridge 
Addition," thence, north 492± l.f., 7±l.f. west of, 
along and parallel to the west property line of Lot 
#45 and Lot #57 through Lot #60 inclusive of said 
Summit Ridge Addition, terminating at an existing 
manhole wet well located near the Northwest corner of 
said Lot #60. 

LATERAL # 1 . Beginning at a proposed manhole located 
near the southwest corner of Lot #14 of Statewood 
Park, Sec. "A"? thence, east along and parallel to the 


south property line of Lot #14 through Lot #24 
inclusive a distance of 70 8± l.f. terminating 
at a proposed manhole . 

LATERAL D-l . Beginning at a proposed manhole 
located over an existing 18" diameter sanitary 
sewer, 7± l.f. due east of the southwest corner 
of Lot #77 of Statewood Park, Section " B " ; thence 
north 7± l.f. east of and parallel to the west 
property line of said Lot #77 of Statewood Park, 

Sec. "B" , a distance of 227± l.f. to a proposed 
manhole located 26± l.f. north of the south right- 
of-way line of Forest Avenue; thence, east 26± 1. 
f. north of and parallel to the south right-of-way 
line of said Forest Avenue a distance of 102± l.f. 
to a proposed manhole located 19± l.f. east of the 
west right-of-way line of Swayne Avenue; thence, 
north, 19 ± Lf. east of and parallel to the west 
right-of-way line of Swayne Avenue a distance of 
221± l.f. to a proposed manhole located 19 ± l.f. 
due east of the easterly extension of the south 
property line of Lot #25 through Lot #29 inclusive 
of Statewood Park, Sec. "A";, thence, west along 
and parallel to the south property line of said 
Lot #25 through Lot #29 inclusive a distance of 
320± l.f. terminating at a proposed manhole loca- 
ted in the southeast- corner of Lot #25 of State- 
wood Park, Sec. "A". 

LATERAL B-l . Beginning at a proposed manhole located 
19± 1. , due east of the easterly extension of Lot #25 
through Lot #29 inclusive of Statewood Park, Sec. "A"; 
thence, due east 35± l.f. terminating at a proposed 
cleanout located in the southwest corner of Lot #30 
of Statewood Park, Sec. "A". 

LATERAL # 2 . Beginning at the proposed manhole loca- 
ted on the southeast corner of Lot #6 of Statewood 
Park, Sec. "A"; thence, west along the south property 
lines of Lot #1 through Lot #6 inclusive 380± l.f. 
terminating at a proposed cleanout. 

LATERAL 2 -A . Beginning at a proposed manhole loca- 
ted on the northwest corner of Lot #46; thence, south 
along and parallel to the west property line of Lot 
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#46, a distance of 94± l.f. terminating at a 
proposed cleanout. 


Said sewers shall be 18, 12, 10 and 8 inches 
in diameter. 


for a total cost of $101,769.00, of which the City shall pay 
approximately $40 ,000.00, all as more particularly set forth in 
said contract, which is on file in the office of the Board of 
Public Works and is by reference incorporated herein and made a 
part hereof, is hereby in all things ratified, confirmed and 
approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 
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Read the first time in full and on motion by 


seconded by 


to the (Committee on) 


and duly adopted, read the second time by title and referred 

( - and to ■ the '01 t y-~ #j?an-. 


Cumin i ii u'i cm frTrn^ffcMtn»gH3irEftfW)F a fiEEmfr : ^^ 

at the Council Chambers, CityHall,” Fort Wayhe 3 indiana, J on 

«> the - — ... - 


- ~^d.-96 - , at 


o ' c lock 


JP..M. , E . S » T-. * 

Date: • -/ •? o 


Read the third time in full and on motion by 


seconded by 



and duly adopted, placed on its passage. 




Passed (LOST) by the following vote: 

AYES NAYS £ , ABSTAINED 

Adams 
Dunifon 
Fay 
Geake 

Nuckols 

Robinson 
Rousseau 1 / 

Steigerwald ^ 

Tipton 






ABSENT 


to -wit: 


Date 


JT- 0 






City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
YZcmijuj. JlapK General MAnnexation) (Special) ( Appropri at ion) Ordinance ^Resolution)* No 

. •''••.•'g- ./• ■■■ 

■ ' , ' 3 :’ ' • - $ : }i 

■’ “ day of I ■ , 19& 


on the % 0. 

t*'-- ■ v#;* 1 ’ 


ATTEST: 


(SEAL) 



City Clerk 



of 


Presiding Officer 

■ '■ ■ ' ■ // 

Presented .vb^' me to the Mayor of the City of Fort Wayne, Indiana, on the % 7' day 

V U-**i 196 lh at the hour of f '• $ & o'clock 0_ M. ,E.<§i.T. 





City Clerk 


Approved and signed by me this Z2 S^^ day of . 


., 19 $< 2 _ 


at the hour of O/ o'clock .M.,E.Jg|.T. 




Mayor 



Bill No. S-70-05-02 




REPORT OF THE COMMITTEE ON CITY UTILITIES 

We 3 your Committee on City Utilities to whom was referred an Ordinance 

approving contract with BERCOT-GIBSON CONSTRUCTION COMPANY, INC, for Sewer Res. 

No. 825-1970, Summit Ridge Pumping Station Elimination and State Wood Park Sanitary 

Sewer , 


t 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 2— Zj PASS, 



